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UNCLASSIFIED 

PAGE 01 HONG K 06473 1I0225Z 

66 

ACTION SY-05 

INFO OCT-OI EA-10 ISO-00 SSO-00 /016W 

124502 

OR II0II0ZJUN75 
FM AMCONSUL HONG KONG 
TO SECSTATE WAHSDC IMMEDIATE 5376 
INFO AMEMBASSY TOKYO 

UNCLAS HONG KONG 6473 

DEPT EOR A/SY/T 
TOKYO FOR RSO 

E.O. 1 1652: N/A 
TAGS: ASEC 

SUBJECT: REQUEST FOR PER IM ALERT UNITS, JAPAN 
REP: TOKYO 7505 

1 . IN CONSULTATION WITH TSO BEAUDOIN (WHO MADE INSTALLATIONS IN 
FUKUOKA MARCH, 1975) WE RELIEVE FENCE AT CONSULATE, FUKUOKA, 

OF WROUGHT IRON CONSTRUCTION; HENCE, THAT FPS-I MAY NOT BE 
APPLICABLE. DESIRE TO TEST APPLICABILITY OF PERIMALERT. 

2. RTC HAS NOT RECEIVED PERIMALERT UNITS UNDER C-T PROGRAM. 
REQUEST YOU SEND SAMPLE (OR TWENTY UNITS IF YOU HAVE THEM ON 
SHELF) OF PERIMALERT TO TOKYO SOONEST SO THEY MAY BE TESTED 
ON FUKUOKA FENCE DURING TSO VISIT LAST WEEK IN JUNE. RPT. 

SEND UNITS TO TOKYO/RSO. 
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